[2024-05-28T07:15:13.783795Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:15:13.784554Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@2.service/4226935
[2024-05-28T07:15:13.784859Z] [info] Starting isotovideo container
[2024-05-28T07:15:13.788107Z] [info] isotovideo has been started (PID: 42683)
[2024-05-28T07:15:13.788838Z] [info] 42683: WORKING 4226935
[2024-05-28T07:17:48.471487Z] [info] Uploading video.webm
[2024-05-28T07:17:48.558188Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:17:48.674356Z] [info] Uploading worker-log.txt
